To:  Nattis,  Randy[Nattis. Randy@epa.gov] 

From:  Wise,  Robert 

Sent:  Sun  8/9/201 5 4:58:03  PM 

Subject:  RE:  King  Gold  - water  screening  levels 


I have  used  the  NOAA  Squirts  before  for  eco  issues  in  surface  water. 


From:  Nattis,  Randy 

Sent:  Sunday,  August  09,  2015  6:49  AM 

To:  Black,  Ned;  Hiatt,  Gerald 

Cc:  Samolis,  Mark;  Guria,  Peter;  DeFao,  Joseph;  Wise,  Robert;  Allen,  HarryL 
Subject:  Fw:  King  Gold  - water  screening  levels 


Please  confirm  that  these  are  the  agree  upon  screening  levels  to  be  use. 


Thanks, 

Randy  B.  Nattis 

Federal  On  Scene  Coordinator 

U.S.  EPA  Region  9 

75  Hawthorne  Street,  8th  Floor 

San  Francisco,  CA  94105 

nattis.randv@epa.gov 

Phone  - (415)  - 940-1108  - Cell 


From:  Rauscher,  Jon 

Sent:  Saturday,  August  8,  2015  5:00  PM 

To:  Delgado,  Eric;  Nattis,  Randy;  McComb,  Martin 

Cc:  Janine.Latham@WestonSolutions.com:  david.crow@westonsolutions.com;  Foster,  Althea; 
Crossland,  Ronnie;  Turner,  Philip;  Restivo,  Angela;  Loesel,  Matthew;  Martin,  John;  Petersen, 
Chris;  Webster,  Susan 
Subject:  King  Gold  - water  screening  levels 


Water  Screening  Levels 

1 . Drinking  water  - MCLs  (http://water.epa.gov/drink/contaminants/index.cfm) 

2.  Recreational  - 60  days  river  guide  - see  attached  file  “Recreational  RSI ” 
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3.  Aquatic  life  - see  attached  file  “Animas  River  (NM)”  - Aquatic  life  - acute  and  chronic 
columns 

Thanks,  Jon  Rauscher 
214-803-7344 
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